Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 STATE 082896 
ORIGIN EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 USIA-06 
TRSE-00 SOE-02 DOE- 15 CIAE-00 COME-OO /044 R 

DRAFTED BY EB/ITP/EWT - RPRACHT:JAS 
APPROVED BY EB/ITP/EWT - RPRACHT 
DEFENSE/OSD - LJAMES 
COMMERCE/OEA - RGAREL 
DOE - JKRATZ 
RPE 

062043 312242Z/66 

R 310248Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

CONFIDENTIAL STATE 082896 

USOECD, EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, PL 

SUBJECT: GERMAN OSCILLOSCOPE TO POLAND— IL 1584 
REF: COCOM DOC (77) 414 

1 . WE HAVE BEEN UNABLE AS YET TO SECURE INTER-AGENCY 
AGREEMENT TO SUBJECT EXPORT. HOWEVER, WE WOULD BE 
PREPARED AT THIS TIME TO CONSIDER THIS A TEMPORARY EXPORT 

IF GERMANS WOULD BE PREPARED LEND OSCILLOSCOPE TO DR. FIGIEL 
OF INSTITUTE OF METALLURGY FOR HIS RESEARCH AFTER WHICH IT 
WOULD BE RETURNED TO GERMANY. IN THIS CASE WE WOULD BE 
PREPARED TO ACCEPT POLISH ASSURANCES ON END USE AND SAFETY 
FROM DIVERSION EVEN THOUGH OSCILLOSCOPE WOULD NOT BE UNDER 
GERMAN PHYSICAL CONTROL. CASE WOULD NOT HAVE TO BE SUB- 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 082896 

MITTED TO COCOM. 

2. IF THIS IS NOT ACCEPTABLE TO GERMAN AUTHORITIES, WE 
WOULD BE PREPARED TO STUDY CASE FURTHER. COOPER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: OSCILLOSCOPES, STRATEGIC TRADE CONTROLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE082896 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RPRACHT:JAS 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D780141-0049 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978032/aaaaabor.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 285381 bc-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3188204 
Secure: OPEN 
Status: NATIVE 

Subject: GERMAN OSCILLOSCOPE TO POLAND-IL 1584 
TAGS: ESTC, GE, PL, COCOM 
To: PARIS 
Type: TE 
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